REVISIONS 


This drawing, specifications, and concepts contained here in are the sole property of 


Red Barn Machine, and may not be reproduced or used in any fashion without the 
prior written permission of Red Barn Machine. 


REV 


DESCRIPTION DATE INITIAL] APPROVED 


AS DRAWN BY CANAM 


7/22/2013 | CFS 


4.25 


15° 


( 1.00 


(0.81 


USED ON 
20NR-88 
8NR-88 


RED BARN MACHINE 


SHORT SPACER BAR 


me 20NR-120-4 


MATL 4018/1026 CDS DRAWN BY: CANAM 

UNLESS OTHERWISE SPECIFIED | APPROVED 7 T 
DIMENSIONS ARE IN INCHES — 

-XXX Ł .005 FRACTIONS + 1/32 


Xx $01 ANGLES +.5° 


FINISH SEE WELDMENT 


pall ae B/O Part # ae Description Material 


B/O INFORMATION OR SPECIFICATIONS 2. DIMENSIONAL LIMITS APPLY AFTER 


1. BREAK ALL SHARP EDGES .015 x 45° 
OR .015R 


USED ON MODEL 
PLATING 


20NR-120-4 1 {SHORT SPACER BAR 1018/1026 CDS 
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